NEWARK EAGLES BASEBALL CLUB 


Name Willie Wells 
Address 78 West Market St., Newark, N, J+ 
Age 36 Height 5 = 9 Weight 170 
Throw Right Bat Right 
Position Shortstop end Manager 
Years Playing Ball Professionally 15 years 
Teams Played With St. Louis Stars 
Kansas City Monarchs 
Detroit Stars 
Homestead Grays 
Chicago American Giants 
Almendares Vera Cruz 


Aguadilla 
Newark Eagles 


Birthplace Shawnee, Okla. 
Parents Living Mother 


Married Yes 
Children TWO 


Do you Drink Whiskey 
Beer X 
Wine 

Do you Smoke? Yes 


Hobbies Playing Cards 
Winter Occupation Baseball 


